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E.O. 11652: N/A 
TAGS: SREFVS 

SUB J : VIETNAMESE DIPLOMAT TRAN VAN DON 
REF ATHENS 3566 (NOTAL) 

PARIS FOR MARK PRATT 

1. TRAN VAN DON INFORMS US THAT HE HAS NOW DECIDED TO DELAY 
HIS DEPARTURE FROM ATHENS UNTIL THE END OF THE MONTH. HE SAID 
THAT HE HAD WRITTEN TO HIS BROTHER. GENERAL TRAN VAN DON, AND 
OTHER FRIENDS IN THE U.S. AND WAS WAITING FOR THEIR ADVICE 
WHETHER HE SHOULD GO TO FRANCE OR TO THE U.S. WHEN HE LEAVES 
GREECE. 

2. TRAN VAN DON SAID HE HAD ADVISED THE MINISTRY OF FOREIGN 
AFFAIRS OF THE CHANGE IN HIS PLANS. HE HAD BEEN TOLD THERE 
WOULD BE NO PROBLEM WITH HIS STAYING UNTIL THE END OF MAY 
SINCE GREECE HAD NOT RECOGNIZED THE NEW SOUTH VIETNAMESE 
GOVERNMENT AND WAS UNDER NO PRESSURE FROM THAT SIDE. 
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3. LICENSE UNBLOCKING CHECK (ATHENS 3461) RECEIVED BY 
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AMERICAN EXPRESS WHICH HAS INFORMED TRAN VAN DON. 

KUBISCH 

LIMITED OFFICIAL USE 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: POLITICAL ASYLUM, DIPLOMATIC PERSONNEL 
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